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after saphenous vein bypass, 802 
lung water and urea indicator dilution studies in cardiac surgery 
patients: Comparison of measurements in aortocoronary by- 
pass and mitral valve replacement, 369 


prophylactic digitalization for coronary artery bypass surgery, 
819 





[Cannabis-Coronary occlusion] 


cannabis 
effects of delta-9-tetrahydrocannabinol (cannabis) on cardiac per- 
formance with and without beta blockade, 703 
cardiac failure 
successful resuscitation of two near simultaneous cases of cardiac 
arrest with a review of fifteen cases occurring during super- 
vised exercise, 187 
vectorcardiogram in right bundle branch block: Correlation with 
cardiac failure and pulmonary disease, 926 
cardiac massage 
rupture of right ventricle complicating closed chest cardiac 
massage, 562 
cardiac muscle celis 
infantile cardiomyopathy with histiocytoid change in cardiac 
muscle cells. Report of six patients, 708 
cardiac performance 
absolute determination of cardiac output in intra-aortic balloon 
pumped patients using the radial arterial pressure trace, 417 
effects of delta-9-tetrahydrocannabinol (cannabis) on cardiac per- 
formance with and without beta blockade, 703 
cardiography, displacement 
displacement cardiograph: A noninvasive technique for record- 
ing myocardial wall motion, 139 
cardiomyopathy 
infantile cardiomyopathy with histiocytoid change in cardiac 
muscle cells. Report of six patients, 708 
catheterization 
scanning electron microscopy of surface irregularities and throm- 


bogenesis of polyurethane and polyethylene coronary 
catheters, 992 


chest films 
frontal chest film as a method of suspecting transposition com- 
plexes, 1016 
lateral chest film as an unreliable indicator of azygos continua- 
tion of the inferior vena cava, 891 
chlorophenox yisobutyrate 
effects of p-chlorophenoxyisobutyrate on myocardial free fatty 
acid extraction, ventricular blood flow, and epicardial ST- 
segment elevation during coronary occlusion in dogs, 494 
circulation 
complete interruption of the aortic arch. Characteristic angi- 
ographic features with emphasis on collateral circulation to the 
descending aorta, 161 
clamping 
myocardial ischemia due to infrarenal aortic cross-clamping dur- 
ing aortic surgery in patients with severe coronary artery dis- 
ease, 961 
coarctation of aorta 
echocardiographic studies of abnormalities associated with coarc- 
tation of the aorta, 953 
common ventricle 
common or single ventricle: An angiographic and hemodynamic 
study of 42 patients, 543 
community studies 
coronary risk factors in a community: Findings in Tecumseh, 
Michigan, 152 
multivariate prediction of coronary heart disease in the Western 
Collaborative Group Study compared to the findings of the 
Framingham Study, 348 
noninvasive evaluation of ventricular hypertrophy in professional 
athletes, 286 
q fever endocarditis in Queensland, 680 
conduction 
concealed intraventricular conduction in the His bundle elec- 
trogram, 776 
conducting tissues in primitive ventricular hearts without an out- 
let chamber, 930 
dissociation and delayed conduction in the canine right bundle 
branch, 605 
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double ventricular parasystole: Supernormal phase of conduc- 
tion as a mechanism of intermittent parasystole: Report of a 
case, 572 
familial atrial septal defect with prolonged atrioventricular con- 
duction, 759 
late dysrhythmias and disturbances of conduction following 
Mustard operation for complete transposition of the great 
arteries, 519 
left axis deviation: A spectrum of intraventricular conduction 
block, 917 
conduction system 
histopathology of the conduction system in the sudden infant 
death syndrome, 3 
congenital heart defects 
e-type prostaglandins: A new emergency therapy for certain 
cyanotic congenital heart malformations, 728 
echocardiography in congenital and acquired absence of the peri- 
cardium: An echocardiographic mimic of right ventricular 
volume overload, 86 
familial atrial septal defect with prolonged atrioventricular con- 
duction, 759 
left ventricular diverticulum and mitral incompetence in asymp- 
tomatic children, 181 
myocardial LDH isozyme distribution in the ischemic and hypox- 
ic heart, 637 
congenital heart disease 
common or single ventricle: An angiographic and hemodynamic 
study of 42 patients, 543 
echocardiographic determination of left atrial volumes in chil- 
dren with congenital heart disease, 268 
mitral and tricuspid valve closure in congenital heart disease, 513 
recurrence risks in children having one parent with a congenital 
heart disease, 701 
contractility 
alterations in ventricular contraction pattern in the Wolff- 
Parkinson-White syndrome: Detection by echocardiography, 
249 
normal myocardial contractile state in the presence of quinidine, 
101 
coronary artery 
aortocoronary bypass grafting in a child with coronary artery 
obstruction due to mucocutaneous lymphnode syndrome. 
Report of a case, 1035 
clinical, angiographic, and hemodynamic findings in patients with 
anomalous origin of the coronary arteries, 122 
coronary artery disease ; 
atherosclerotic narrowing of the left main coronary artery: A 
necropsy analysis of 152 patients with fatal coronary heart dis- 
ease and varying degrees of left main narrowing, 823 
myocardial ischemia due to infrarenal aortic cross-clamping dur- 
ing aortic surgery in patients with severe coronary artery dis- 
ease, 961 . 
prophylactic digitalization for coronary artery bypass surgery, 
819 
regional myocardial perfusion during atrial pacing in patients 
with coronary artery disease, 807 
reversible asynergy: Histopathologic and electrographic cor- 
relations in patients with coronary artery disease, 792 
coronary heart disease 
multivariate prediction of coronary heart disease in the Western 
Collaborative Group Study compared to the findings of the 
Framingham Study, 348 
radionuclide assessment of nitroglycerin influence on abnormal 
left ventricular segmental contraction in patients with coro- 
nary heart disease, 975 
risk of new myocardial infarction in middle-aged men with mani- 
fest coronary heart disease, 342 
coronary occlusion , 
effects of p-chlorophenoxyisobutyrate on myocardial free fatty 
acid extraction, ventricular blood flow, and epicardial ST- 
segment elevation during coronary occlusion in dogs, 494 
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effects of procainamide on the dispersion of recovery of ex- 
citability during coronary occlusion, 982 
counterpulsation 
effect of intra-aortic balloon counterpulsation on the motion and 
perfusion of acutely ischemic myocardium: An experimental 
echocardiographic study, 853 
creatine phosphokinase 
diagnosis of acute myocardial infarction in a community hospital: 
Significance of CPK-MB determination, 965 
dual radionuclide study of myocardial infarction: Relationships 
between myocardial uptake of potassium-43, technetium-99m 
stannous pyrophosphate, regional myocardial blood flow and 
creatine phosphokinase depletion, 422 
cyanosis 
e-type prostagiandins: A new emergency therapy for certain 
cyanotic congenital heart malformations, 728 
cystic medionecrosis 
is cystic medionecrosis the cause of dissecting aortic aneurysm, 
915 


daCosta’s syndrome 
where are the diseases of yesteryear? DaCosta’s syndrome, 
soldiers heart, the effort syndrome, neurocirculatory asthenia 
— and the mitral valve prolapse syndrome, 749 
depolarization, premature atrial 
effect of premature atrial depolarizaiton on sinus node 
automaticity in man, 920 
diagnostic procedures 
absolute determination of cardiac output in intra-aortic balloon 
pumped patients using the radial arterial pressure trace, 417 
complication rate of coronary arteriography: A review of 5250 
cases studied by a percutaneous femoral technique, 106 
contribution of tricuspid valve closure to the first heart sound: An 
intracardiac micromanometer study, 752 ' 
cord-like aortic valve vegetation in bacterial endocarditis: 
Demonstration by cardiac ultrasonography. Report of a case, 
911 
diagnosis of acute myocardial infarction in a community hospital: 
Significance of CPK-MB determination, 965 
displacement cardiograph: A noninvasive technique for record- 
ing myocardial wall motion, 139 
echocardiography in Wolff-Parkinson-White syndrome, 943 
frontal chest film as a method of suspecting transposition com- 
plexes, 1016 
impedance plethysmography using the occlusive cuff technique in 
the diagnosis of venous thrombosis, 696 
interobserver variability in coronary angiography, 627 
intraoperative recording of the His bundle electrogram in man: 
An assessment of its precision, 224 
lateral chest film as an unreliable indicator of azygos continua- 
tion of the inferior vena cava, 891 
measurement of foot artery blood pressure by micromanometry 
in normal subjects and in patients with arterial occlusive dis- 
ease, 506 
noninvasive detection of intracardiac thrombosis: 131-I 
fibrinogen cardiac survey, 988 
noninvasive evaluation of ventricular hypertrophy in professional 
athletes, 286 
noninvasive stress testing: Methodology for elimination of the 
phonocardiogram, 673 
paradoxical embolism: A diagnostic challenge and its detection 
during life, 565 
real-time observation of ruptured right sinus of Valsalva 
aneurysm oy high speed ultrasono-cardiotomography, 732 
review of the pocket-electrocardiograph (PECG) in a large 
general medical clinic, 939 
diet 
combined para-aminosalicylic acid and dietary therapy in long- 
term control of hypercholesterolemia and _hyper- 
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triglyceridemia (Types II, and II, hyperlipoproteinemia), 
338 
renal chloride transport and diuretics, 587 
salt, volume and the prevention of hypertension, 589 
digitalis 
prophylactic digitalization for coronary artery bypass surgery, 
819 
displacement cardiography 
displacement cardiograph: A noninvasive technique for record- 
ing myocardial wall motion, 139 
diuretics 
renal chloride transport and diuretics, 587 
dobutamine 
influence of dobutamine on regional myocardial blood flow and 
ventricular performance during acute and chronic myocardial 
ischemia in dogs, 828 
drug therapy 
autoregulation of cerebral blood flow in hypertensive patients. 
The modifying influence of prolonged antihypertensive treat- 
ment on the tolerance to acute, drug-induced hypotension, 720 
combined para-aminosalicylic acid and dietary therapy in long- 
term control of hypercholesterolemia and __hyper- 
triglyceridemia (Types II, and II, hyperlipoproteinemia), 
338 
e-type prostaglandins: A new emergency therapy for certain 
cyanotic congenital heart malformations, 728 
effects of p-chlorophenoxyisobutyrate on myocardial free fatty 
acid extraction, ventricular blood flow, and epicardial ST- 
segment elevation during coronary occlusion in dogs, 494 
effects of procainamide on the dispersion of recovery of ex- 
citability during coronary occlusion, 982 
effects of vasodilator therapy for severe pump failure in acute 
myocardial infarction on short-term and late prognosis, 797 
heart rate and arterial blood pressure during exercise in patients 
with angina pectoris: Effects of training and of nitroglycerin, 
436 
heparin kinetics in venous thrombosis and pulmonary embolism, 
691 
human ventricular refractoriness: Effects of cycle length, pacing 
site and atropine, 450 
influence of dobutamine on regional myocardial blood flow and 
ventricular performance during acute and chronic myocardial 
ischemia in dogs, 828 
muscarinic effects of vagosympathetic trunk stimulation on the 
repetitive extrasystole (RE) threshold, 622 
myocardial reperfusion in acute experimental ischemia: 
Beneficial effects of prior treatment with steroids, 847 
n-dimethylisopropyl propranolol: Effects on myocardial oxygen 
demands, 501 
normal myocardial contractile state in the presence of quinidine, 
101 
prophylactic digitalization for coronary artery bypass surgery, 
819 
radionuclide assessment of nitroglycerin influence on abnormal 
left ventricular segmental contraction in patients with coro- 
nary heart disease, 975 
regional myocardial function in the conscious dog during acute 
coronary occlusion and responses to morphine, propranolol, 
nitroglycerin, and lidocaine, 302 
suppression of ouabain-induced ventricular rhythms with aprin- 
dine HCI: A comparison with other antiarrhythmic agents, 315 
the acute hemodynamic effects of ethacrynic acid and furo- 
semide in patients with chronic postcapillary pulmonary hyper- 
tension, 364 
vasodilator administration in the presence of beta-adrenergic 
blockade, 985 
vasodilator therapy for chronic left ventricular failure, 322 
dysplasia 
de subitaneis mortibus. XVII. Multifocal stenoses due to 
fibromuscular dysplasia of the sinus node artery, 736 
dysrhythmias 
late dysrhythmias and disturbances of conduction following 
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Mustard operation for complete transposition of the great 
arteries, 519 


Ebstein’s anomaly 
echocardiographic spectrum of Ebstein’s anomaly of the tri- 
cuspid valve, 63 
visualization of Ebstein’s anomaly of the tricuspid valve by two- 
dimensional and standard echocardiography, 69 
echocardiography 
alterations in ventricular contraction pattern in the Wolff- 
Parkinson-White syndrome: Detection by echocardiography, 
249 
diagnosis of prosthetic mitral valve malfunction with combined 
echo-phonocardiography, 93 
echo-phonocardiographic and contrast studies in conditions 
associated with systemic arterial trunk overriding the ven- 
tricular septum: Truncus arteriosus, tetralogy of Fallot, and 
pulmonary atresia with ventricular septal defect, 663 
echocardiographic spectrum of Ebstein’s anomaly of the tri- 
cuspid valve, 63 
echocardiographic assessment of bicuspid aortic valves: Angio- 
graphic and pathological correlates, 80 
echocardiography in congenital and acquired absence of the peri- 
cardium: An echocardiographic mimic of right ventricular 
volume overload, 86 
echocardiographic diagnosis of ruptured aneurysm of sinus of 
Valsalva: Report of two cases, 382 
echocardiographic determination of left atrial volumes in chil- 
dren with congenital heart disease, 268 
echocardiographic assessment of left ventricular function in 
mitral valve disease, 865 
echocardiograpiiic assessment of left ventricular function in aor- 
tic valve disease, 860 
echocardiography in Wolff-Parkinson-White syndrome, 943 
effect of intra-aortic balloon counterpulsation on the motion and 
perfusion of acutely ischemic myocardium: An experimental 
echocardiographic study, 853 
genesis of heart sounds: Contributions made by echo- 
cardiographic studies, 207 
influence of left ventricular stroke volume on aortic root motion: 
An echocardiographic study, 947 
localization of aortic valve vegetations by echocardiography, 280 
mitral valve prolapse in children: A problem defined by real-time 
cross-sectional echocardiography, 651 
m-mode echocardiography in the evaluation of patients for 
aneurysmectomy, 657 
mechanism of atrial sounds in atrial fibrillation. Phonoechocardi- 
ographic correlation. Report of a case, 569 
parachute accessory anterior mitral valve leaflet causing left ven- 
tricular outflow tract obstruction. Report of case with 
emphasis on the echocardiographic findings, 908 
relation between echocardiographically determined left atrial size 
and atrial fibrillation, 273 
sound pressure correlates of the Austin Flint murmur: An intra- 
cardiac sound study, 210 
spectrum of echocardiographic findings in bacterial endocarditis, 
474 
visualization of Ebstein’s anomaly of the tricuspid valve by two- 
dimensional and standard echocardiography, 69 
ectopic impulses 
electrocardiographic manifestations of concealed junctional ec- 
topic impulses, 217 
ectopic systoles 
re-entry due to manifest and concealed His bundle ectopic 
systoles. Report of a case, 902 
editorials 
acute myocardial infarction and angiographically normal coro- 
nary arteries: An unproven combination, 395 
genesis of heart sounds: Contributions made by echo- 
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cardiographic studies, 207 
is cystic medionecrosis the cause of dissecting aortic aneurysm, 
915 
renal chloride transport and diuretics, 587 
sudden death of babies, | 
where are the diseases of yesteryear? DaCosta’s syndrome, 
soldiers heart, the effort syndrome, neurocirculatory asthenia 
— and the mitral valve prolapse syndrome, 749 
effort syndrome 
where are the diseases of yesteryear? DaCosta’s syndrome, 
soldiers heart, the effort syndrome, neurocirculatory asthenia 
— and the mitral valve prolapse syndrome, 749 
ejection phase 
influence of acute changes in preload, afterload, contractile state 
and heart rate on ejection and isovolumic indices of myo- 
cardial contractility in man, 293 
electrocardiography 
electrocardiographic manifestations of concealed junctional ec- 
topic impulses, 217 
intraoperative recording of the His bundle electrogram in man: 
An assessment of its precision, 224 
review of the pocket-electrocardiograph (PECG) in a large 
general medical clinic, 939 
electrocardiography, Frank lead 
body position, electrode level, and respiration effects on the 
Frank lead electrocardiogram, 40 
evaluation of vectorcardiographic criteria for the diagnosis of 
myocardial infarction in the presence of left ventricular hyper- 
trophy, 235 
vectorcardiographic criteria for the diagnosis of anterior myo- 
cardial infarction, 229 
electrography 
concealed intraventricular conduction in the His bundle elec- 
trogram, 776 
electron microscopy 
scanning electron microscopy of surface irregularities and throm- 
bogenesis of polyurethane and polyethylene coronary 
catheters, 992 
embolisms 
heparin kinetics in venous thrombosis and pulmonary embolism, 
691 
paradoxical embolism: A diagnostic challenge and its detection 
during life, 565 
endocarditis 
cord-like aortic valve vegetation in bacterial endocarditis: 
Demonstration by cardiac ultrasorography. Report of a case, 
911 
q fever endocarditis in Queensland, 680 
spectrum of echocardiographic findings in bacterial endocarditis, 
474 
ethacrynic acid 
the acute hemodynamic effects of ethacrynic acid and furo- 
semide in patients with chronic postcapillary pulmonary hyper- 
tension, 364 
excitability 
effects of procainamide on the dispersion of recovery of ex- 
citability during coronary occlusion, 982 
exercise 
effects of isometric exercise on the end-diastolic pressure, 
volumes, and function of the left ventricle in man, 839 
heart rate and arterial blood pressure during exercise in patients 
with angina pectoris: Effects of training and of nitroglycerin, 
436 
noninvasive evaluation of ventricular hypertrophy in professional 
athletes, 286 
noninvasive stress testing: Methodology for elimination of the 
phonocardiogram, 673 
successful resuscitation of two near simultaneous cases of cardiac 
arrest with a review of fifteen cases occurring during super- 
vised exercise, 187 
exercise tests 
acute effects of increase in pulmonary vascular distending pres- 
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sures on pulmonary blood volume and pulmonary extra- 
vascular fluid volume in man, 356 
extracellular fluid 
salt, volume and the prevention of hypertension, 589 
extravascular fluid volume 
acute effects of increase in pulmonary vascular distending pres- 
sures on pulmonary blood volume and pulmonary extra- 
vascular fluid volume in man, 356 


F 


fibrillation, atrial 
mechanism of atrial sounds in atrial fibrillation. Phonoechocardi- 
ographic correlation. Report of a case, 569 
relation between echocardiographically determined left atrial size 
and atrial fibrillation, 273 
fibrinogen 
noninvasive detection of intracardiac thrombosis: 131-I 
fibrinogen cardiac survey, 988 
fibrous body, central 
de subitaneis mortibus. XVIII. Persistent fetal dispersion of the 
atrioventricular node and His bundle within the central fibrous 
body, 1026 
first heart sounds 
contribution of tricuspid valve closure to the first heart sound: An 
intracardiac micromanometer study, 752 
follow-up studies 
permanent pacemaker implantation in infants, children and 
adolescents: Long-term follow-up, 245 
statistical analysis of pacemaker follow-up data: Rate stability 
and reliability, 241 
surgical repair of atrial septal defect in patients over 60 years of 
age: Long-term results, 329 
free fatty acids 
effects of p-chlorophenoxyisobutyrate on myocardial free fatty 
acid extraction, ventricular blood flow, and epicardial ST- 
segment elevation during coronary occlusion in dogs, 494 
furosemide 
the acute hemodynamic effects of ethacrynic acid and furo- 


semide in patients with chronic postcapillary pulmonary hyper- 
tension, 364 


G 


geriatrics 
surgical repair of atrial septal defect in patients over 60 years of 
age: Long-term results, 329 
grafts 
aortocoronary bypass grafting in a child with coronary artery 
obstruction due to mucocutaneous lymphnode syndrome. 
Report of a case, 1035 
grafts, bypass 
correlation of platelet survival time with occlusion of saphenous 
vein aorto-coronary bypass grafts, 685 
group studies 
atherosclerotic narrowing of the left main coronary artery: A 
necropsy analysis of 152 patients with fatal coronary heart dis- 
ease and varying degrees of left main narrowing, 823 
coronary risk factors in a community: Findings in Tecumseh, 
Michigan, 152 
mitral valve prolapse in one hundred presumably healthy 
youngfemales, 464 
multivariate prediction of coronary heart disease in the Western 
Collaborative Group Study compared to the findings of the 
Framingham Study, 348 
q fever endocarditis in Queensland, 680 


H 


H-V interval 


prospective observations in patients with chronic bundle branch 
block and marked H-V prolongation, 600 
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heart block 
prolonged His-Q interval in chronic bifascicular block: Relation 
to impending complete heart block, 46 
heart defects 
conducting tissues in primitive ventricular hearts without an out- 
let chamber, 930 
heart disease 
where are the diseases of yesteryear? DaCosta’s syndrome, 
soldiers heart, the effort syndrome, neurocirculatory asthenia 
— and the mitral valve prolapse syndrome, 749 
heart rate 
heart rate and arterial blood pressure during exercise in patiente 
with angina pectoris: Effects of training and of nitroglycerin, 
436 
influence of acute changes in preload, afterload, contractile state 
and heart rate on ejection and isovolumic indices of myo- 
cardial contractility in man, 293 
ventricular paired pacing to control rapid ventricular heart rate 
following open heart surgery: Observations on ectopic auto- 
maticity: Report of a case in a four-month-old patient, 176 
heart sound, first 
contribution of tricuspid valve closure to the first heart sound: An 
intracardiac micromanometer study, 752 
heart sounds 
genesis of heart sounds: Contributions made by echo- 
cardiographic studies, 207 
hemiblock, left anterior 
incidence and significance of left anterior hemiblock complicating 
acute inferior wall myocardial infarction, 784 
hemodynamics 
alterations of right ventricular systolic time intervals by chronic 
pressure and volume overloading, 997 
clinical, angiographic, and hemodynamic findings in patients with 
anomalous origin of the coronary arteries, 122 
common or single ventricle: An angiographic and hemodynamic 
study of 42 patients, 543 
hemodynamic consequences of afterload reduction in patients 
with chronic aortic regurgitation, 879 
hemodynamic studies in children four to ten years after the 
Mustard operation for transposition of the great arteries, 532 
late postoperative hemodynamic results and cineangio- 
cardiographic findings after Mustard atrial baffle repair for 
transposition of the great arteries, 525 
the acute hemodynamic effects of ethacrynic acid and furo- 
semide in patients with chronic postcapillary pulmonary hyper- 
tension, 364 
heparin 
heparin kinetics in venous thrombosis and pulmonary embolism, 
691 
His bundle 
anatomical configuration of the His bundle and bundle branches 
in the human heart, 609 
concealed intraventricular conduction in the His bundle elec- 
trogram, 776 
de subitaneis mortibus. XVI. Intractable tachycardia in infancy, 
377 
de subitaneis mortibus. XVIII. Persistent fetal dispersion of the 
atrioventricular node and His bundle within the central fibrous 
body, 1026 
intraoperative recording of the His bundle electrogram in man: 
An assessment of its precision, 224 
re-entry due to manifest and concealed His bundle ectopic 
systoles. Report of a case, 902 
His-Q interval 
prolonged His-Q interval in chronic bifascicular block: Relation 
to impending complete heart block, 46 
histiocytosis 
infantile cardiomyopathy with histiocytoid change in cardiac 
muscle cells. Report of six patients, 708 
homeostasis, cardiovascular 
role of the renin-angiotensin-aldosterone system in cardio- 
vascular homeostasis in normal human subjects, 400 





[Hospital planning-Left ventricle] 


hospital planning 
report of the Inter-Society Commission for Heart Disease Re- 
sources: Optimal resources for examination of the chest and 
cardiovascular system, A-1 
report of the Inter-Society Commission for Heart Disease 
Resources; optimal resources for vascular surgery — a supple- 
ment, A-39 
hypercholesterolemia 
combined para-aminosalicylic acid and dietary therapy in long- 
term control of hypercholesterolemia and _hyper- 
triglyceridemia (Types II, and II, hyperlipoproteinemia), 
338 
hypertension 
autoregulation of cerebral blood flow in hypertensive patients. 
The modifying influence of prolonged antihypertensive treat- 
ment on the tolerance to acute, drug-induced hypotension, 720 
mineralocorticoid secretion in essential hypertension with normal 
and low plasma renin activity, 406 
salt, volume and the prevention of hypertension, 589 
the acute hemodynamic effects of ethacrynic acid and furo- 
semide in patients with chronic postcapillary pulmonary hyper- 
tension, 364 
hypertriglyceridemia 
combined para-aminosalicylic acid and dietary therapy in long- 
term control of hypercholesterolemia and _hyper- 


triglyceridemia (Types II, and II, hyperlipoproteinemia), 
338 


hypertrophy 
determinants of left ventricular hypertrophy and oxygen supply in 
chronic aortic valve disease, 644 
evaluation of vectorcardiographic criteria for the diagnosis of 
myocardial infarction in the presence of left ventricular hyper- 
trophy, 235 
noninvasive evaluation of ventricular hypertrophy in professional 
athletes, 286 
hypertrophy, asymmetric septal 
asymmetric septal hypertrophy in childhood, 9 
asymmetrically hypertrophied septum: Further differentiation of 
its causes, 19 
hypotension 
autoregulation of cerebral blood flow in hypertensive patients. 
The modifying influence of prolonged antihypertensive treat- 
ment on the tolerance to acute, drug-induced hypotension, 720 
hypoxia 
myocardial LDH isozyme distribution in the ischemic and hypox- 
ic heart, 637 


imaging 

cardiac imaging using a phased array ultrasound system: I. 
System design, 258 

cardiac imaging using a phased array ultrasound system: 2nd. 
Clinical technique and application, 262 

dual radionuclide study of myocardial infarction: Relationships 
between myocardial uptake of potassium-43, technetium-99m 
stannous pyrophosphate, regional myocardial blood flow and 
creatine phosphokinase depletion, 422 

evaluation of potassium-43 scintillation images during early myo- 
cardial ischemia in an animal model, 115 

noninvasive detection of intracardiac thrombosis: 131-I 
fibrinogen cardiac survey, 988 

radionuclide assessment of nitroglycerin influence on abnormal 
left ventricular segmental contraction in patients with coro- 
nary heart disease, 975 

technetium 99m stannous pyrophosphate myocardial imaging in 
patients with and without left ventricular aneurysm, 833 

infections 
cord-like aortic valve vegetation in bacterial endocarditis: 


Demonstration by cardiac ultrasonography. Report of a case, 
911 
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spectrum of echocardiographic findings in bacterial endocarditis, 
474 


intra-aortic balloon pumping 
absolute determination of cardiac output in intra-aortic balloon 
pumped patients using the radial arterial pressure trace, 417 
effect of intra-aortic balloon counterpulsation on the motion and 
perfusion of acutely ischemic myocardium: An experimental 
echocardiographic study, 853 
ischemia 
evaluation of potassium-43 scintillation images during early myo- 
cardial ischemia in an animal model, 115 
left ventricular end-diastolic pressure volume relationships with 
experimental acute global ischemia, 428 
myocardial LDH isozyme distribution in the ischemic and hypox- 
ic heart, 637 
myocardial reperfusion in acute experimental ischemia: 
Beneficial effects of prior treatment with steroids, 847 
ischemia, myocardial 
effect of intra-aortic balloon counterpulsation on the motion and 
perfusion of acutely ischemic myocardium: An experimental 
echocardiographic study, 853 
influence of dobutamine on regional myocardial blood flow and 
ventricular performance during acute and chronic myocardial 
ischemia in dogs, 828 
myocardial ischemia due to infrarenal aortic cross-clamping dur- 


ing aortic surgery in patients with severe coronary artery dis- 
ease, 961 


LDH isozyme 
myocardial LDH isozyme distribution in the ischemic and hypox- 
ic heart, 637 
left atrial size 
echocardiographic determination of left atrial volumes in chil- 
dren with congenital heart disease, 268 
relation between echocardiographically determined left atrial size 
and atrial fibrillation, 273 
left axis deviation 
left axis deviation: A spectrum of intraventricular conduction 
block, 917 
left end-diastolic pressure 
effects of isometric exercise on the end-diastolic pressure, 
volumes, and function of the lefi ventricle in man, 839 
left ventricle 
echocardiographic assessment of left ventricular function in 
mitral valve disease, 865 
echocardiographic assessment of left ventricular function in aor- 
tic valve disease, 860 
effects of isometric exercise on the end-diastolic pressure, 
volumes, and function of the left ventricle in man, 839 
evaluation of left ventricular function in patients with aortic 
regurgitation using afterload stress, 132 
evaluation of vectorcardiographic criteria for the diagnosis of 
myocardial infarction in the presence of left ventricular hyr=r- 
trophy, 235 
experimental myocardial infarction. XIII. Sequential changes in 
left ventricular pressure-length relationships in the acute phase, 
970 
influence of left ventricular stroke volume on aortic root motion: 
An echocardiographic study, 947 
left ventricular outflow tract obstruction produced by redundant 
mitral valve tissue in a neonate: Clinical, angiographic, and 
operative findings, 196 
left ventricular function and adrenergic hyperactivity before and 
after saphenous vein bypass, 802 
parachute accessory anterior mitral valve leaflet causing left ven- 
tricular outflow tract obstruction. Report of case with 
emphasis on the echocardiographic findings, 908 
right and left ventricular volume characteristics in children with 
pulmonary stenosis and intact ventricular septum, 884 
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technetium 99m stannous pyrophosphate myocardial imaging in 
patients with and without left ventricular aneurysm, 833 
vasodilator therapy for chronic left ventricular failure, 322 
left ventricular diverticulum 
left ventricular diverticulum and mitral incompetence in asymp- 
tomatic children, 181 
left ventricular end-diastolic pressure 
asymptomatic slope of log pressure vs log volume as an approxi- 
mate index of the diastolic elastic properties of the myo- 
cardium in man, 443 
left ventricular end-diastolic pressure volume relationships with 
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